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Message Text 



UNCLASSIFIED POSS DUPE 
PAGE 01 IAEA V 10183 111417Z 
42 

ACTION SCI-06 

INFO OCT-01 IO-14 ISO-OO DRC-01 RSC-01 /023 W 

096599 

R 11328Z DEC 73 
FM USMISSION IAEA VIENNA 
TO SECSTATE WASHDC 3739 
INFO AEC GERMANTOWN 

UNCLAS IAEA VIENNA 10183 

E. O. 11652: N/A 
TAGS: TECH IAEA 

SUBJECT: CF-252 RADIATION SOURCES 

REF: A) STATE 240396 

B) STATE 041923, MARCH 11, 1972 

C) TELEX STETSON/KEATS DEC 6, 1973 

1. MISSION APPRECIATES ACTION PER REFTELS A AND C, BUT WISHES 
CALRIFICATION SOME DETAILS PRIOR TO INFORMING IAEA AND SEEKING 
REQUESTED CONFIRMATIONS. 

2. LTR PORT TO EKLUND OF MAR 23, 1972 (COPIES OT AMMONS, 

AEC AND KENT, IO) STATED THAT UNDER THEN EXISTING ARRANGEMENTS 
WITH USAEC, UK HOSPITALS ARE OBLIGATED RETURN USED SOURCES TO 
US AT THEIR EXPENSE AND IN CONTAINERS FURNISHED BY THEM AND 
THAT USAEC WILL REQUEST HOSPITALS SHIP USED SOURCES DIRECTLY 
TO VIENNA, RATHER THAN RETURNING TO U.S. THIS INFORMATION WAS 
BASED UPON INFORMATION IN REFTEL B. PRESENT INSTRUCTIONS, PER 
REFTEL A, ARE THAT IAEA MUST PAY SHIPPING COSTS AND PROVIDE 
SHIPPING CONTAINERS. MISSION WOULD APPRECIATE CONFIRMATION AND 
IF CORRECT, EXPLANATION OF CHANGE IN PLANS, SINCE AGENCY ACCEPTED 
GIFT ON EARLIER BASIS AND NEW BASIS WILL IMPOSE UNFORESEEN 
EXPENSES. 

3. REFTEL C INSTRUCTS UK HOSPITALS TO NOTIFY STETSON SR, 

AS SOURCES DECAY TO POINT OF UNACCIPT ABILITY FOR FURTHER 
CLINICAL STUDIES, FOLLOWING WHICH HOSPITALS WILL BE INSTRUCTED 
BY STETSON TO SHIP USED SOURCES TO IAEA. THIS DOES NOT RPT NOT 
UNCLASSIFIED 
UNCLASSIFIED 

PAGE 02 IAEA V 10183 111417Z 

APPEAR DIFFERENT FROM 'ORIGINAL PLAN" MENTIONED PARA 1 REFTEL 
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A. ACCORDINGLY, WE QUESTION FEASIBILITY PROCEDURE IN LAST 
SENTENCE THAT PARA, INASMUCH AS HOSPITALS DO NOT RPT NOT APPEAR 
BE IN POSITION DECIDE SCHEDULE OR TO MAKE ARRANGEMENTS WITH 
AGENCY ON THIER OWN INITIATIVE. PORTER 



UNCLASSIFIED 



NNN 



*** Current Handling Restrictions *** n/a 
*** Current Classification *** UNCLASSIFIED 
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Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: FISSIONABLE MATERIALS, HOSPITALS, RADIOACTIVE ISOTOPES 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 11 DEC 1973 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973IAEAV10183 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Film Number: n/a 

From: IAEA VIENNA 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t1 9731 254/aaaakaju. tel 

Line Count: 69 
Locator: TEXT ON-LINE 
Office: ACTION SCI 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 73 STATE 240396 
Review Action: RELEASED, APPROVED 
Review Authority: kellerpr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 19 DEC 2001 
Review Event: 

Review Exemptions: n/a 

Review History: WITHDRAWN <14-Sep-2001 bythomasvO, RDFRD>; RELEASED <19-Dec-2001 by kellerpr>; APPROVED <19-Dec-2001 by 
kellerpr> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> jms 98031 6 
Subject: CF-252 RADIATION SOURCES 
TAGS: TECH, IAEA 
To: STATE 
Type: TE 
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